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Legion Advises 
All To Vote “Yes” 


On Plebiscite Issue Points 
Out That Negative Vote 
Would Be “Vote For Hitler” 


A. L. Watkins, president of the 
local branch of the Canadian Legion, 
has received a message from the head 
office of the Canadian Legion, which 
he passes pn to all members, and to 
all citizens of this district. It is a call 
to vote yes in the forthcoming pleb¬ 
iscite, and thus release the govern¬ 
ment from its pledge against compul¬ 
sory service. 

The message says: 

“Next month Canadians are going 
to’vote in the government’s plebiscite 
to decide whether or not Canada shall 
make an Till-out effort to win the war. 
The result of the vote wilL have a 
profound effect on our future. 

“The real significance of the ques¬ 
tion has to do with the application of 
compulsory service in connection with 
the war effort. The government has 
power now to draft men for any war 
activity except for service overseas. 
Now if that power is denied to 
stiengthen our forces in the field, what 
will become of the other compulsory 
measures already introduced by the 
government ? 

“The people of Canada must vote 
“Yes” on the plebiscite if they want 
their government to have necessary 
power to wage total war. They not 
only have the power and a free hand, 
but they also need the willingness 
and closest co-operation of the people. 
It is our business to give them the 
power and the willingness, and it is 
their responsibility to use it with 
courage and vision. 

No Time for Pussyfooting 

“Now, it is no time for pussyfoot¬ 
ing with this total war idea. Our ene¬ 
mies are not pussyfooting. They have 
been devastatingly ruthless. The pleb¬ 
iscite will tell the enemy that we mean 
to win this war, and we’re not going 
to lose our freedom in the process. 

“Whatever we may think of it, we 
ought to realize that every country in 
the world by now knows that Canada 
is going to have a plebiscite to decide 
whether or not she will make a total 
war effort,'and we should also remem¬ 
ber that we are not fighting for our¬ 
selves alone. W e have Allies who 
need our help as much as we need 
theirs. The plebiscite is now a defin¬ 
ite part of our war effort and we must 
make a choice for good or evil. To 
refrain from voting “Yes” would be a 
boost for Hitler, and to vote “No” 
would be a vote for Hitler. 

Compulsory Necessary 

“To vote ‘Yes’ mean’s that we think 
some other compulsory measures are 
needed. It does not .mean that we 
want Hitler’s kind of compulsion. Our 
compulsory measures must be sub¬ 
ject to the full scrutiny of Parliament. 
We are still free men who want our 
country so organized that its full pow¬ 
er shall be directed against the nemy. 

“An affirmative vote means we re¬ 
cognize the necessity of speeding up 
our war effort now. There are a lot of 
checkups needed that perhaps can on¬ 
ly be made with a little compulsion. 
For instance—why not ginger up the 
laws and regulations governing em¬ 
ployer-employee relationships. La¬ 
bor might well be given larger repre¬ 
sentation in direction of war under¬ 
takings.. Men should not be forced to 
strike in these times to secure a mini¬ 
mum wage which has already been es¬ 
tablished by law. The ‘War contract 
letting’ system should be overhauled 
so that no available machinery or la¬ 
bor is ever idle for want of work to do. 

Draining Farms 

• "The other day a membeV of parlia¬ 
ment was complaining that the pres¬ 
ent recruiting methods were draining 
young men from the farms causing 
scarcity of farm labor. The answer to 
such a condition is to introduce a lit¬ 
tle compulsory regulation to balance 
up the use of manpower, so that far¬ 
mers have enough workers to produce 
food, and that there will be men to 
produce the raw materials for war 
factories and the making of weapon: 1 
of war. 

“We may be inclined to resent com¬ 
pulsion of any kind. But does it not 
seem rather foolish to refuse to give 
our own government power to inttx, 
duce such measures if necessary when 
we are not far away from having a 
terrible kind of compulsion by the en¬ 
emy? Tt Is true that mrr de mocr at i c 
system permits individuals to develop 
their virtues but it also permits them 
to indulge their weaknesses, which are 
fatal in war time. 

Real Issues Call for Union 

“If groups of our people do not un¬ 
derstand the war issues, or realize 
their danger as a free people, and are 
still thinking in terms of sectional dif¬ 
ferences or partisan politics, there is 
a real danger of the plebiscite expo* 
ing weakness and disunity which the 
enemy will most certainly exploit. 

“Let no one treat the plebiscite 
lightly or try to make political capital 


Synthetic Rubber 
From Wheat Starch 


Dandelion and Wheat Now 
Under Research Test to Re¬ 
place Lost Rubber Resources 


At a National Farm Chemurgic 
conference held in Chicago, there was 
forecast of success in producing syn¬ 
thetic rubber from wheat starch, and 
natural rubber from dandelions. 

Cecil Lamont, of Winnipeg, repre¬ 
senting line elevator companies of 
Canada, brought back the report. 

Two plants at Peoria are already in 
action to convert 1,600,000 bushels of 
corn and wheat annually into a daily 
output of 105,000 gallons- of alcohol 
for war uses. Costs of production are 
greatly reduced below figures prev¬ 
iously given, says Mr. Lamont. 

At two of the eight research labori- 
tories instituted by the U.S. govern¬ 
ment, the whole work is devoted to 
finding industrial uses for wheat. Fi¬ 
bres obtained from wheat proteins and 
wheat starches are on eve of develop¬ 
ment. 

Dr. Henry G. Knight, director of the 
laboratories predicted that rubber 
tires will be developed from wheat and 
com starches within a few years time. 
Low' cost building materials will be 
developing from straw and other farm 
wastes. Methods are being developed 
for economical de-hydration of vege¬ 
tables and meats to conserve tin and 
shipping space in movement of these 
goods overseas. Cotton is being pro¬ 
cessed to replace rubber fire hose and 
imported leather tanning materials 
are being replaced from a product of 
hemlock tree and which is plentiful in 
British Columbia. A gallon of milk 
now makes a hat and millions of yards 
of synthetic wool, made from skim 
milk, are being used in the manufac¬ 
ture of blankets, suits, socks, sweat¬ 
ers and a score of things. Fifteen mil¬ 
lion yards of “milk wool,” or aralac 
as it is known, are now r being manu¬ 
factured monthly to relieve the wool 
shortage. 

In Canada 

Mr. Lamont says that steps are be¬ 
ing taken by the North West Line Ele¬ 
vator Association to obtain seed of the 
special type of dandelion used to ob¬ 
tain rubber. Experimental plots will 
be set out. So far this type of dande¬ 
lion has been grown only in Russia. 
It was first discovered in 1931 near thf 
border of Russia. The root of the 
plant originally contained 6 to 12% 
raw rubber, but the yield, of rubber 
has been increased to 27%. 

Russia set cut in 1929 to become in¬ 
dependent of imported rubber, ami 
to that end tested 100,000 different 
plants in the country. This resulted 
in discovery and use of the rubber¬ 
bearing type. Today more than half 
the rubber production in Russia comes 
from this “kok-sagyz” dandelion, and 
2,500,000 acres are devoted to the 
growing. It has been acclimatized 
from southern to northern Russia and 
hence should be grown in suitable ar¬ 
eas of Canada. 

“If the kok-sagyz dandelions can be 
grown on a commercial scale in west¬ 
ern Canada it has great possibilities 
of adding another important source of 
cash income for the farmer,” said Mr. 
Lamont. As seed for the plant must 
be imported from Russia Mr. Lamont 
has already left for Ottawa to ascer¬ 
tain if the ^Dominion Government can 
arrange to have supplies of the seed 
released by the Russian government 
and transported by air to Canada in 
time to conduct experiment plantings 
this year. 

In Ottawa Mr. Lamont will again 
urge the Dominion government to es¬ 
tablish a western division of the Na¬ 
tional research council. “This was first 
proposed more than three years age 
by The North-West Line Elevators as" 
sociation. Its purpose would be to de¬ 
velop new industrial and war uses for 
western farm crops in order to bring 
additional needed cash income to far¬ 
mers. 

By, the end of 1942 theUnited State: 
plans on production of 120,000 tons *of 
synthetic rubber. Normal annual do 
mestic rubber requirements of the Un¬ 
ited States are 562,810 tons. Core in 
tensive research is urgently needed it 
Canada to meet immediate war re 
quirements and to prepare for post¬ 
war agricultural problems,” the Liro , 
Elevators spokesman said. 


out of isues involved. We are all in 
dispensable to one another. The fight 
ing man depends on industry to supply 
the weapons and equipment he mus: 
have. Industry depends on producer: 
of raw materials to make them with 
They all depend on the farmer to pro 
lure the food to keep them alive. Ant 
every ■one of us depends on the fight 
ing man to keep the enemy from ou 
shores and to destroy his armies am’ 
navies. To vote ‘Yes’ means the gov¬ 
ernment will gain the power and : 
free hand to balance the one neei 
against the other in the use of man 
power to wage total war. To vote 
‘Yea’ means unity, progress, victory. 



BRITISH AND U.S.A. COMMANDERS MEET IN ICELAND 

The cordial meeting of two Major-generals, one British, the other 
American, typifies the accord between the two great English-speaking 
nations. The picture was taken in Iceland where troops front the Brit¬ 
ish Empire and the U.S.A. are together guarding this Vital post in the 
defence of the two nations, where reinforcements of U.S. Army regu¬ 
lars reached the island. Major-General C. H. Bonetsteel (left) Com¬ 
manding the reinforcements from U.S.A., welcomed by Major-General 
H. O. Curtis, Commanding the British troops. 


Brief Items of Local Interest ] 

L_ t -—___ j 


The Claresholm Local Press install¬ 
ed a new press this week, delivering 
the old one last week-end to Barr¬ 
head, some 80 miles northwest of Ed¬ 
monton. Mr. R. L. King, the editor 
of the Claresholm Local Press who 
u elped instal the press there, describes 
Barrhead as in the black soil area, 
brushed off and thickly populated with 
farmers on small holdings, engaged in 
mixed farming. Some idea of their 
position can be gained from the fact 
that the creamery there handles more 
than fifty thousands cans of cream a 
year, as wed as a large egg grading 
and shipping business. The wife of 
the creamery operator was formerly 
Miss Harriet Discher, of Vulcan. 

... v — 

The Reid Hill Women’s Institute 
will hold a card party at the Reid Hill 
hall on Friday, April 10th. 

... v — 

Bob Fitzpatrick reports being a 
visitor to Champion. 

... v — 

Mrs. J. W. Bateman returned from 
a visit to Calgary on Sunday. 

—... j _ _ . . v — 

Dr. Donald Carson returned home 
Saturday on the completion of his 
training for his M.D. 

... v — 

LAC Robert Marshall and four of 
his classmates from the S.F.T.S. at 
Macleod and Mr. Jack Colwell were 
guests at the Jack Marshall home on 
Good Friday. 

... v — 

K. Roy McLean—Optometrist and 
Optician—Regular Visit—King’s Drug 
Store—Tuesday, April 14th, 1942— 
Calgary office—1015 Southam Bldg., 
last four days of the week. 

... v — 

AC1 K. Kuykendall spent the Eas- 
f er holidav at the home of Mr. and 
Mrs. E. R. Kuykendall. Kenneth has 
been transferee! from the No. 6 Bomb 
>ng and Gunnery school at Belleville, 
Ont., to the No. 10 Repair Depot, R.C. 
A.F. of Calgary. 

... v — * 

We sent you a statement of vou’ 
suhscript on account this week. If your 
subscription is not up-to-date, please 
do so at once. In compliance with 
government request we are discontin¬ 
uing the sending of papers to all de¬ 
linquent subscribers in order to con¬ 
serve paper. Check vour address label 
and make sure the figures show a date 
’ater than March. 1942. If not, we will- 
He glad to have you call in at an early 
date. 

Mr. Ernest C. Hansell, H.D.. M.P.. 
and Mrs. Hansell, returned on Thurs- 
lay from Ottawa. 

... V — * 

Mrs. William Hiltz and daughters 
K-tie and Ethel, accompanied by Miss 
Hilda Hiltz of Champion and Misr 
Kathleen Colwell, attended th’i Prairie 
Bible Institute graduation exercises 
it Three Hills all last week. 

... ▼ — 

Ernest C. Hansell, M.P., was an Ed¬ 
monton visitor this week. 

- : — , ■ 

Master Foster Mitchell of Medicine 
Hat, is a visitor at the home of his 
uncle and aunt, Mr. and Mrs. John 
Mitchell. 

. . . v — 

Members of - the Vulcan W.I. are 
reminded that .the regular meeting 
will be held at the home rff Mrs. A 
^ales on FYiday, April 10th. Report on 
the constituency conference will he 
given by Mrs. Jack Marshall, constit¬ 
uency convenor. Roll call will be: 
Hints on House Cleaning and Garden¬ 
ing. 

. . . V 


Those attending the Stock sale in Calgary 
last week from Vulcan and district were 
Jack Crick, Charlie Stiener. and A.G. 
Spaeth. Each purchased a fine registered 
bull. 

... v — 

In a recent letter from Sgt.-Pilot 
Larwrence Ottewell who is training 
as an instructor at Trenton, Ont., 
Shorty tells of meeting Cecil Gerding, 
Ralph Clark, Ken Kuykendall and one 
of the Sinclair boys at a dance at 
Belleville, and they had quite a re¬ 
union. 

... v — * 

Mr. Harry D. Wismer who is teach¬ 
ing in Barons, is spending his Easter 
vacation at the home of his mother 
here in Vulcan. 

. . . v — 

Mr. John Schierman who has been 
attending the Technical school in Cal¬ 
gary, has returned ’to his home. 

.. . v — 

Mr. R. Elves and Master Donnie 
Stott accompanied by Mr. and Mrs. 
O. J. Doney were Calgary visitors 
this week. 

... v — 

Little Donna May Martin is visiting 
with her grandparents, Mr. and Mrs. 
R. R. Martin. 

. . . v — 

Patronize the merchants who ad¬ 
vertise. Their advertisements are an 
nvitation to you to visit their stores 

Guests at the Craig home over the 
holidays were Miss Helen Craig, Miss 
Vera Snell, Mr. Snell, Mr. Stuart 
Partridge, Mr. and Mrs. I.es Christen¬ 
sen of Carmangay. 

. . . v — 

Mrs. Lome Leverington—Unsightly 
hair and moles easily and permanently 
removed by ELECTROLYSIS. I wiil 
be at the home of Mrs. Stella Fergu¬ 
son on Wednesday, April 15th. Make 
appointments with Mrs. Stella Fergu¬ 
son. 

... v — 

The Ladies Missionary Circle of the 
Church of Christ will hold a tea and 
bake sale in the Canadian legion hall 
on Saturday, April Ilth. Proceeds of 
the tea and bake sale in aid of war 
work. 

... v — 

Miss Ruth Lockhart who is attend¬ 
ing business school at Mount Royal 
College in Calgury, is home for the 
Easter holidays. 

,..t — 

On Tuesday afternoon last, Mrs. W. 
J. Robson entertained about 15 ladies 
in honor of Mrs. E. R. Kuykendall who 
will leave the district to make her 
home at Sundre. 

— A * • * 

Miss Mollie Craig was a visitor to 
Lethbridge over the week-end. 

. . . v.— 

Bobbie Simington and Ronnie Craig 
are visitors to Calgary this week. 

... v — • 

Sgt. F. Y. Craig was the ohserver 
in one of the planes that staged such 
a daring and successful raid over Par¬ 
is last week. 

We appreciate receiving news items 
of local interest. Please hand suer 
'terns in at the Advocate office or teke 
ohone 36 

... y —* 

James Kettleson, who is attending 
"Tech” in Calgary, spent the Eastei 
holidays at his home in Vulcan. 

, . . » — 

To give some idea of what a thriv¬ 
ing metropolis Vulcan is becoming, 
the Greyhound Bus lines had five bus¬ 
es in here during the noon hour on Fri¬ 
day last. 

(Continued on Pag* 41 —» 


WAR NOTES 

i • • • ■ 

India Commanding Attention 
As Danger Point; Political 
Situation Still Unsettled • 

Heavy losses have been sustained 

by Japanese particularly in the air 
and on the sea, during the past week. 
The Easter week-end brought serious 
rebuff in a Jap air raid on Ceylon. 
The British aircraft retaliated by de¬ 
stroying 27 Jap planes add damaging 
25 more enemy craft in this first at¬ 
tack on Ceylon. 

Over the week-end the Japs lost 92 
planes in the Ceylon area and the 
Australian invasion zone. Recent nav¬ 
al, losses for the J.aps ace set at 132 
ships. 

At the same time Australians and 
Americans are striking back heavily 
in New Guinea, and the Jap offensive 
on Australia has faltered, although 
the warning is issued in Australia that 
this respite may be only temporary. 

First attack on the Indian coast nas 
been in the Madras area, and Man¬ 
dalay in Burma has been bombed. 

Japanese naval forces in the Bay of 
Bengal have been taking a pounding 
from U.S. flying fortresses. These 
are operating for the first time from 
Indian bases. 

At another point in the Pacific front, 
the Japs are risking heavy losses “to 
make headway. This is on the Ba¬ 
taan peninsula, stubbornly defended 
by American Philipino troops. 

No Settlement on India Conference 

No conclusions have yet been 
reached in Sir Stafford Cripps’ mis¬ 
sion to India. The India Congress 
party has rejected proposals. An ele¬ 
ment fears that “Moslems would be 
tied to the chariot wheels of Hindu¬ 
ism." 

President Roosevelt has added rep¬ 
resentation urging a solution of the 
Indian independence question. The 
Congress party wants complete con¬ 
trol of military finance by an Indian 
defence minister, and military opera¬ 
tions subject to control of an India,, 
prime minister. It is possible that 
Indian objection to defence remaining 
in British hands might be solved if 
Wavell were appointed vice-roy, with 
an Indian defence minister. 

Russian Guerrillas 

Guerrilla warfare round Smolensk 
have hampered all German movement, 
and even from German occupied land 
the Soviet farmers are managing to 
get their food to the Russians. First 
heavy rains of the spring have started 
along main Russian battle fronts. 
From March 2 to April 3, Russians re¬ 
port killing 40,000 officers and men 
and occupying 160 new points round 
Moscow. 

About 1,350,000 men, representing 
90 new Soviet divisions have been 
centred between Kharkov and Tagan¬ 
rog, after completing training on the 
Volga. It is forecast that the re-en¬ 
forced German offensive cannot start 
befoie May. The drive will be toward 
the oil wealth of the Caucasus. 

British convoys of equipment have 
sailed thiough Arctic waters to supply 
the Soviet Union with implements of | 
w’ar. 

The most violent daylight air bat¬ 
tles of the year have been raging over 
the European coast. Many Nazi in¬ 
dustrial and shipping centres have 
been attacked. 

A force of 300 bombers, many 
manned by Canadians, poured 1000 
tons of explosives on German war 
plants in a Monday night raid in the 
Parisian industrial centre and the 
Rhinelarfd. Cologne, LeHavre, the 
Rhone and such centres were attacked. 

Several of the 11 Norwegian vessels 
which dashed from Goteburg, Swed¬ 
en to British ports have made the per-1 
ilous trip safely. But several were 
lost. 

American planes are crossing to j 
Britain at the rate of 15 a day. 

Atlantic Losses 

In the meantime Nazi subs operat¬ 
ing in the Atlantic have been taking 
heavy toll of shipping. In the past 
week 10 ships were sunk off the U.S. 
coast, 2 off the Canadian, 6 in the 
Caribbean, and .3 off South America. 
A total of 115 vessel* have been lost 
; n the Atlantic since America’s en¬ 
trance into the war. . 

First Canadian Army 

A ’headquarters for the first Cana¬ 
dian Army in Britain under Lt.-Gen. 
McNaughton, has been announced. Lt. 
General Crerar will be commander ot 
one of the new army's two corps. This 
is intended as a self-contained fight¬ 
ing force ready to operate in any 
theatre of war. This Canadian head¬ 
quarters will keep close liaison with 
British orga n iza t ions set up for the 
same purpose. 

The Canadian corps of 3 infantry 
divisions, an armored division, and an 
army tank brigade, will become an ar- 
. my of two corps containing 3 infantr, 
divisions, two army tank brigades and 
two armored divisions. In modem 
war the armored division operates in¬ 
dependent of infantry. But the army- 
tank brigade co-operates with infan¬ 
try. 

Air support for a field army is es¬ 
sential to be provided by the R.C.A.F. 
In respect to artillery all require¬ 
ments are being mgd* available. 
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Organizing Unit 
For Any Emergency 

Dr. A. Somerville, head of the 
Foothills Health.district, is organiz¬ 
ing this area to handle any emergen¬ 
cy that might develop in the future. 
The Home Nursing classes now in 
progress, are one medium through 
which this may be developed. In the 
planning he is thinking mainly in 
terms of an outbreak of similar pro¬ 
portions to the ’flu epidemic of 1918, 
or even of military attack which might 
lay sudden and heavy demand upon 
resources and competence. 

«He hopes within the next few 
months to have a complete line on fa¬ 
cilities and services available in the 
district. This information includes 
spotting of suitable buildings which 
might be available at various points 
for emergency hospital. Working 
through the Home Nursing classes, he 
hopes to learn exactly where cots, 
cooking equipment and such material 
might be obtained in case of sudden 
demand. There is no intention of as¬ 
sembling such equipment at present 
The idea is to have the information at 
hand so that requirements could be 
speedily secured in time ot need. 

Why Emergency Hospitals 

As an argument for instituting 
emergency hospitals to as great ex¬ 
tent as possible, Dr. Somerville calls 
attention to the available medical ser¬ 
vices in the district. These are con¬ 
sidered quite adequate for the popu¬ 
lation under normal, conditions, but 
any unusual outbreak would create a 
shortage and there is little likeliehood 
of augmenting existing medical ser¬ 
vice during the war years. For this 
reason available doctors must be en¬ 
abled to work at maximum advantage. 
I’his could only be done by centraliz¬ 
ing the patients, in order that all 
would receive necessary care. If a 
doctor had to serve patients who were 
widely scattered over the country, 
much time would be lost in travel. 
Prompt and regular attention is i 
great factor in minimizing the ser¬ 
iousness of an epidemic. 

In event of any major trouble, the 
trained nurses who are now acting as 
instructors of the Home Nursing clas¬ 
ses, would act as supervisors, and 
their assistants would be drawn from 
the Home Nursing classes now in 
training. 

800 Women in Home Nursing 

Throughout the Foothills Health 
district, there are about 800 women 
enrolled in the Home Nursing classes. 
At some points the course of 12 les¬ 
sons is nearing completion. At others 
the classes are just starting. 

The response to this instruction has 
been very satisfactory. Registered 
nurses have volunteered services in 
practical instruction, and the enrol¬ 
ment of women has been very good. 
There are ten classes at High River; 
10 or 12 at various points in Turner 
Valley area. Nanton and Vulcan are 
now organizing, and other groups are 
being instructed at Cayley, Meadow- 
bank, Fosk, Brant, Blackie, Moss- 
leigh and other rural centres. 

The Home Nursing classes have 
been sponsored by the Foothills' 
Health office and the Red Cross. All 
groups are in charge of trained nur¬ 
ses, now married and resident in town 
or country. The nursing staff of the 
hospitals have also given all possible 
service in instruction. 

To Profit by Experience 

By organization Dr. Somerville 
hopes to overcome some of the major 
difficulties which confronted medical 
and nursing resources, and the public 
in the epidemic of 1918. The steps 
being taken are merely precautiohary. 
If nothing happens, the country is for¬ 
tunate. If any disaster occurs, there 
will be some form of mobilization til 
handle things. 

In the epidemic of 1918, for in¬ 
stance, there general shortage of 
doctors and nwses. In rural areas, 
loetors were driven day and night ov- 
-r the countryside, their only sleep ob¬ 
tained in snatches as they were driven 
from home to home. Even at this 
pace, they might be as much as two 
days behind in getting round to calls 
as they came in. Driving consumed a 
great amount of, time, which points 
strongly to the need of centralized de¬ 
pots for care of the sick. 

The experience of the 1918 epidemic 
also shows records of whole families 
in isolated parts of rural areas sud¬ 
denly stricken with disease, unable to 
help themselve*. and without means of 
notifying anyone pf their straits. To 
safeguard against any similar situa¬ 
tion, Dr. Somerville plans in event of 
any such serious epidemic, to have a 
form of patrol maintained, charged 
with duty of visiting outlying rural 
homes regularly to see that all was 
well. 

In towns in 1918, rough emergency 
hospitals were set up—perhaps in 
town halls. Main care for the patierfts 
was given by police, and such citizens 
as might volunteer. Housewiyes main¬ 
tained a steady supply of soups and 
broths, which were delivered to strick¬ 
en homes, as required. But tragedies 
incidental to that epidemic might 
have been averted if there had been 
preliminary organization, more cen¬ 
tralized accommodation. 
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More Home Training 


A the government regulations tighten the screws on 
the civilian public, it may eventually bring beneficial 
results to the home-town trade. 

First, restrictions on gas are going to reduce the use 
of the private car. There is double pressure in this re¬ 
spect, with inability to buy tires and other replace¬ 
ments playing an even more restricting part in the care¬ 
less and casual use of a car. 

It may be expected that bus travel will also be reduced 
to an extent, and railway travel for pleasure is threat¬ 
ened with certain limitations. The whole buildup of 
war needs is toward encouraging people to stay home. 

This should work out to the benefit of the small cen-. 
tres, which have suffered seriously in loss of business 
through the modern conditions of travel. Better cars and 
better roads have all served to carry trade away from 
the small towns to the city. But the accumulating 
handicaps of travel are likely to restore much of this 
lost business to the home town. On the whole it should 
bring a revival of a part at least of the old-time volume. 

Merchants are doubtless viewing this angle with some 
hope, and an enterprising business will do everything 
within reason to call attention to its wares and meet 
the needs of expanding possibilities. 

An opportunity is offered to establish a very substan¬ 
tial line of customers and create permanent bond which 
might endure even after restrictions are removed. 

It would be a great mistake to take advantage of the 
position of buyers by increasing prices, and the price 
ceiling is a pretty fair safeguard in this respect. It is im¬ 
possible also to expand as merchants might like to do, 
because an increasing range of goods is being with¬ 
drawn from manufacture or domestic consumption. 

But it does seem that the regulations which will serve 
to prevent so much out-of-town.Jauying, do give home 
merchants an opportunity to prove that they can com¬ 
pete favorably with what the city can offer. By good 
prices and good quality they can wean the buying pub¬ 
lic permanently to an appreciation of the comfort and 
satisfaction of shopping at home. 


De Centralization 


More Research in Canada 


U^ILL it be possible to grow successfully in Canada. 

tie type of dandelion produced in Russia for pro¬ 
duction of rubber ? There seems no climatic reason why 
this type of plant cannot be grown here. If it should 
prove adaptable, it may open up a new saleable product 
which would put to profitable use some of our excess 
acreage. 

Canada has resources of fertile land, and resources of 
mineral wealth which many another country might— 
and no doubt does—envy. Canada also has scientific 
brains to explore and develop new uses to which soil 
produce and metals might be put. 

But we have been singularly backward in putting >o 
national use the scientific brains of otlr country. 

We have permitted men of ability to leave this coun¬ 
try and be absorbed elsewhere. We have continued to 
endure starvation prices for the produce of the soil. 
Other countries, by contrast, have linked all the talents 
of the country. The scien t ists have been used for re¬ 
search to discover new uses to which the resources of* 
their country might be put. 

Reluctant to establish and finance Research bureaus 
for experimentation with products which the earth pro¬ 
duces in such abundance, We have fumbled along ex¬ 
pending huge sums in non-productive schemes, and on 
non-productive people. Other count lies .have shown 
more initiative. 

Two of the eight research laboratoi ies instituted by 
the U.S. government are devoted to discovering new 
commercial uses for farm produce. These institutions 
are government supported, for the eventual improve¬ 
ment of all primary producers. It is money well ex- 


rpHERE is said to be a movement at Washington to 
move some of the government departments outside 
Washington in order to relieve the congestion of ser¬ 
vices incidental to the war. 

A similar plan has often been advocated for Ottawa, 
and this haA gained momentum in recent months. 

There seems no reason for example, why the federal 
department of agriculture should not function as effic¬ 
iently in Winnipeg as in Ottawa. The air is clearer and 
more vigorous. The department would be right out in 
the open, far removed from the cloistered influences of 
the capital city. It would be on the threshold of that 
section of Canada which is predominantly agricultural. 
It would include the farthest reaches of B.C. and the 
Maritimes in its oversight. There seems no argument 
beyond that of custom to make it necessary that all 
federal departments of government function at one cen¬ 
tre. Possibly other departments might be moved from 
the enchanted city with beneficial results. 

Another phase of centralization is evident in the set¬ 
ting up of almost all industries in Ontario and Quebec. 
From the standpoint of war protection, this may not be 
the wisest move. It is imposing heavy burdens upon 
eastern power facilities. At the same time it is com¬ 
pressing industrial activity into one area, leaving large 
sections, probably less vulnerable to military attack, 
out in the cold. 

In any event the impetus of war needs might well 
serve in establishing factories in the prairie areas. The 
present setup will tend to aggravate post-war cleavage 
between industrial east and agricultural west. 


Pertinent Topics 


DISCUSSED. BY HTC. 


Contrary to our general practice, we are going to throw 
caution to the winds and venture into the realm of pro¬ 
phecy. We predict a falling-off in motor accidents this 
year and a still greater falling-off next year. Since we are 
at it, we may as well venture to forecast an increase in rail¬ 
way accidents and in the general health of men who will 
be constrained how to use their legs for locomotive pur¬ 
poses. >’ 


Vichy admits it sent gasolene to HSlp the Germans drive 
back British troops in Libya. We would say something 
about this only that so long as we have a Vichy represen¬ 
tative in Canada we do not want to appear inhospitable. 

Premier King stated long ago that the Vichy represen- 
y-t&tive would not abuse his hospitality here. Perhaps no 
but he was under no obligation to inform the Canadian 
government that his government was furnishing supplies 
to the Germans in North Africa. He would not have done 
so even if there were Canadian units in the British .forces, 
but is it quite so clear that he would not forward to his 
masters any information he might gain here that might be 
of use to them? He has unusual sources of information 
and his duty would oblige him to send it to Vichy. That’s 
what his business here is; therefore he is blameworthy 
only if he does not do it. 

Mr. Churchill is not quite so philosophical about criti¬ 
cism as he was a year or two ago when he told the Com¬ 
mons to go to it, reminding them of his own adventures in 
that realm. He is not so tolerant now that his followers 
in the Commons took him at his word and proceeded to use 
himself as the target for their darts. One would have to 
have a saintly temper to endure all that a Prime Minister 
of Britain has to put up with in war-time, and a saintly 
temper would be a disqualification. 

They have not yet discovered who it was that assaulted 
Liguoni Lacombe, M.P., the self-appointed leader of the 
new Canadian party. All that is known is that it was not 
done by any of his followers. 

An article conveys the information that McCormick of 
Chicago Tribune and Patterson of the New York News, 
anti British isolationists, are related. What about Wm. 
Randolph Hearst ? Isn’t he also a male descendant ? 

Assistant Attorney General Arnold of Washington, de¬ 
clares that, as the law is now, farmers have no rights that 
union labor is bound to respect. Yet when farmers go into 
politics as a party they always tie up with labor and are 
left holding the bag. 

A gentleman who ought to know says there is going to 
be a very small vote polled on the 27th. The reason he gives 
is that people have got into the habit of being taken out to 
vote. The party organizations' saw to that. He figures that 
those against the object of thq plebiscite have a personal 
or faulty interest in going out, but that those in favor have 
no incentive to go out and unless some organization is as¬ 
sembled in the meantime the “Yes” vote will be a largely 
unpolled. 

The investigation into the Hong Kong disaster is over. 
It was held in camera, a necessary precaution possibly, but 
through lack of publicity, it may be shorn of its purpose. 
It is said in Ottawa that some witnesses hesitated to give 
evidence which might militate against themselves in the 
service and that while there were four lawyers retained m 
the case only one was interested in bringing qpt evidence 
that may tell against the departments involved. Som 
time perhaps when necessity for secrecy has passed we 
may be able to learn just what the evidence was. 

The C.B.C. could not have had an advance copy of Beav- 
erbrook’s talk from Miami on March 29th wherein he 
showed that wars are not won by factories and arms but 
by men., We have gone to great pains in Canada to dis¬ 
seminate the other vievy that Beaver’s broadcast must have 
sounded like heresy to the C.BjC. as well as its clientele. 
Even General MacNaughton stressed the other view while 
here. He inspected many factories and addressed the 
workers but did not visit many camps to see how the men 
are being trained to handle the weapons that are being 
forged in those factories. This is not a criticism of the 
General—he is under orders from others just as^his sub¬ 
ordinates are under orders from him. Is it possible that 
Ottawa is soft-pedalling the need for men until after the 
27th and that Beaverbrook did not know it? 

When thirty thousand gather in Trafalgar Square to 
hear and applaud speeches demanding £ descent upon Eur¬ 
ope, one feels that England has not lost freedom of as¬ 
sembly and speech. Such a demonstration can do no harm 
unless the government heeds it. All of them are eager to 

pended. 

A still more striking evidence of what other countries 
were doing while we were struggling in a negative way 
with depression, is shown by Russian development in one 
field only. Russia had to have rubber, so exploration 
and research went forward, centring finally on the rub¬ 
ber-bearing dandelion. This was first discovered : n 
1929, and today it is said that more than half Russia's 
rubber needs are supplied by this dandelion production. 

What d(d we achieve from 1929 to 1940 to create occu¬ 
pation andNmarkets for our people? What does Canada 
expend on reH^rch bureaus ? How far has Canada gone 
in putting to practical use the trained scientists of the 
country for national advancement? 

General McNaughton in his recent visit to Canada, 
laid stress on using the “best brains" of the country to 
study improved implements of war. This is an import¬ 
ant present need. But his suggestion should be follow¬ 
ed into the realm of all industry. The greatest asset of 
any country are the men equipped to discover and de¬ 
velop new uses for old products to meet the changing 
trend of the-times. It is by their laborious and tedious 
work in laboratories that society generally is benefit- 
led. They must not be rushed or harried but must have 
assurance of facilities and support in pursuing their 
work. i (0 ' 

Canada could economize in many departments and 
many services. But one line in which the country should 
expand is in making fullest use of the “best brains." 


help Russia, but not many of them 
would be in the invading army. They 
would be at home dictating strategic 
moves abroad and taking no part in 
defence against a counter invasion, 
should one be attempted, which we 
doubt. Be the invaders British or 
Germans, the landing of sufficient for¬ 
ces on hostile soil is difficult enough, 
but that is only the initial move. They 
have to be provisioned, and supple¬ 
mented; channel and land communica¬ 
tions must be kept open with ships 
constantly under attack from land, gea 
and air. The time may come when 
.his may be done but the time is not 
now,- arm chair critics and park agi¬ 
tators to.the contrary notwithstand¬ 
ing. 

We give jt as our own opinion as an 
amateur that in present circumstances 
German invasion of England has a 
better chance of success than British 
invasion of Europe, and wejiope they 
.ill attempt it because it would short¬ 
en t..e war. We would not mind advis¬ 
ing the Germans to make the attempt, 
but would hesitate to give any advice 
to the British government. The very 
fact that a large crowd assembles in 
Trafalgar Square to give advice on 
strategy shows that it should not be 
accepted. Irresponsible people who 
take upon themselves to proffer such 
advice to responsible statesmen and 
their military advisers show that they 
re incompetent to regulate their own 
conduct let alone direct the conduct of 
i war and the management of trained 
and disciplined soldiers, sailors and 


Church Notes 



E.U. Hansell, B.D., M.P. 

CHURCH OF CHRIST 
Mr. Ernest G. Hansell, B.D., M.P., 
lias returned home from Ottawa for 
the Easter recess. It will be his priv¬ 
ilege to preach in the Church of Christ 
Sunday, April 12th. Mr. Hansell has 
two' very interesting subjects for dis¬ 
cussion. In the morning the topic will 
be “Lost, Stolen or Strayed—One 
Map.” In the evening the topic will 
be. “Churchill, Hirohito and God. - ’ 
This will be a straight from the 
shoulder message on the war picture 
in the light of the Bible, and our re¬ 
lationship to God in the present crisis. 
There will be special music at these 
services and Miss Mary Spaeth will 
sing. 

This will be Mr. Hansell’s only Sun¬ 
day with the congregation until re¬ 
turn in the summer. The public are 
invited to both of these services. 


THE UNITED CHURCH 

Worship 11 a.m.; church school 12 
and Bible class: worship at 7.SO. Offic- 
board meeting after evening ser¬ 
vice. Communion service following 
worship April 19th. 


ANGLICAN CHURCH 
The Bishop holds his second meeting 
■n survey of the Diocese when the 
Anglicans of High River Deanery 
ueet in Nanton Parish hall on Mon- 
dav at 8 p.m. Church people from this 
Mission will be most Welcome. 

Services for the First Sunday after 
Easter will be held in St. Thomas’ 
church. Hinton, 11 a.m. Holy Com¬ 
munion: Eastway school house 3 p.m., 
'■'aster hymns: St. Aldhelm’s church, 
Vulcan, 7.30, Evensong. 


Protective Laws 
Fishing Streams 

Washing Motor Vehicles Pro¬ 
hibited in Fishing Streams: 

Pike Season Closed April 1 
to April 15 

Attention is called to a section <n 
the Fisheries Act ( section 11. svih- 
■■“ction 8) which savs that the wash- 
nf mot^r vehicles in anv stream 
cf f hn nmvTnce frequented bv fish is 
prohibited. Thi^ regularity is being 
‘rictlv enforced, and will be enforc¬ 
'd >n this district. Last year, it will 
recalled. Calgarv took stem meas- 
nrps to nrotect its streams, and sevpr- 
n' offenders who went to the river to 
‘•ash the : r cars, were brought into 
oiirt. Similar action is being taken 
Isewhere. Fair warning. 

With spring: comes yen for fishing. 
Th" closed season on nike is between 
\nril 1 and May 15. Fishing for pike 
is forbidden in water frequented by 
trout, nr grayling during season clos¬ 
ed for trout or grayling. In other 
words pike fishing from May 16 to 
March 31 is permitted in the Little 


ADVOCATE CLASSIFIEDS 


FOR SALE 


FOR SALE—One 1928 John Deere 
Tractor in good shape and tiller. 


. FOR SALE 

The Bargain Store for Stock and 
Poultry Feeds. We also carry lime 
and crushed rock, white and iodizeu 
salt (in sack and block). Several 
Kitchen Ranges. Several Beds, dif¬ 
ferent sizes, in good condition. Sever¬ 
al styles of chairs. 

M. O. PETERSON, Proprietor. 


FOR SALE—Two well built cook cars, 
size 91^x18 ft. and 10x20 ft. com-> 
plete with trucks. A]so one ouilk 
car 10x18 ft. with trucks. Apply 
Vulcan Advocate. 32-1-p 


FOR SALE—Weiner Pigs. Apply Per¬ 
cy Myers, phone Vulcan R1206. 

32-c 


FOR SALE—House in Blackie. Com¬ 
fortable 5-room cottage. Hardwood 
floors. Full size basement, furnace. 
Gaiage with folding doors. iCould be 
easily moved. Will sacrifice for 
cash. Apply Mrs. L. L. Males, Red 
Deer, Box 383. 32-3-p 


REBUILT SECOND HAND 
IMPLEMENTS 

2 like new Late Model Massey Har¬ 
ris No. 22 8‘/a ft. One Way Disc Seed¬ 
ers; No. 34 Cockshutt Tiller Seeder; 
John Deere 9'/ii ft. Tiller Seeder; Oli¬ 
ver 24-run Late Model Double Disc 
Drill; 24-run VanBrunt Single Disc 
Drill; Massey Harris 21 ft. Wide Disc 
Harrow; Oliver practically new 8 ft. 
Tandem Disc Harrow; Massey Harris 
No. 31 Large Hammer Mill; Massey 
Harris Pacemaker Standard, Carrying 
a new guarantee.—-Col. Hitchner 
Massey Harris Agent, Phone 175, 
High River. 


MEN AND WOMEN 


30 day Welding Course being con¬ 
ducted in modern practical School, 
Edmonton. Reservations now being 
arranged by District Vocational Rep¬ 
resentative for April and May classes. 

Diesel and Auto Mechanics courses 
also taught. Information obtained by 
writing 

CftlCAGO VOCATIONAL SCHOOLS 
12520-102nd Ave. Edmonton 


AUCTION SALE 

Last Saturday of every month. 
Bring yoUr offerings in before noon of 
sale date. You are as sure of getting 
Massey Harris repairs in High River 
as you are in Calgary. Exactly same 
prices. Col. Hitchner, Auctioneer, 
Massey Harris Agent, phone 175, High 
River. 


KOK SALE :- John Deere Tractor in 
no. 1 condition. Ready to go. $500 cash. 
Will take Victory Bonds. E. L. Parsons, 
owner. Make enquiries through Browns 
Garage. 31-3-c 


NOTICE TO CREDITORS AND 
CLAIMANTS 

In the Estate of FREDERICK WIL¬ 
TON, late of Armada, Alberta, 
Farmer, deceased. 

Notice is hereby given that all per¬ 
sons having claims upon the Estate of 
the above named FREDERICK WIL¬ 
TON who died on 9th December, 1941 
are required to file with the under¬ 
signed by 9th May, 1942, a full state¬ 
ment duly verified of their claims and 
of any security .held by them, and that 
after that date the Administrator will 
distribute the assets of the deceased 
among the parties entitled thereto 
having regard only to the claims so 
filed or which have been brought to 
his knowledge. 

Dated at The Court House, Calgary, 
Alberta, 8th April, 1942. 

D. L. SLOAN, 

Public Administrator for the 
Judicial District of Calgary. 


CARD OF THANKS 

On behalf of Mrs. E. Mills and'fam¬ 
ily, we wish to thank all,our friends 
and neighbors for their thoughtful¬ 
ness and unceasing kindnesses to alls. 
O’Neill during her long illness and 
now for the expressions of sympathy 
in our bereavement. Also for tho 
beautiful floral tributes. Specially 
would wo mention Dr. Carson, Mayor 
and Mrs. W. D. Allan, Mr. and Mrs. 
J. R. Stein, Mr. and Mrs. Wilson Old¬ 
field, Mr. and Mrs. Dave Lewis, Mrs. 
t>. StTCtarr, the RlohaMson ramiTyT 
Mr. and Mrs. J. T. Willard, and Mr. 
and Mrs. Donald Smith, and all the 
kind people of the Berrywater, May- 
view ami Eastway districts. 

• —Mrs. E. Mills and family 


Bow or I,ake McGregor, hut is not 
permitted in a trout stream such as 
the Highwood, until the open season 
for trout which starts June 1. The 
limit for pike is 15 per'day. 

Mr. and Mrs. Robert Brown spent 
the week-end in Calgary with their 
daughter. ) 


You Roll Them Bettor With 


OGDENS^ 

CIGARETTE TOBACCO 


Professional 

AND BUSINESS 

Directory 


G. M. Carson, M. D. 

Physician and Surgeon 

Office Phone 44 — Res. Phone 98 

Carson Block Vulcan, Alta 


Dr. David Nicol. 

DENTAL SURGEON 
Office in the Carson Building 
Appointments may be made for any 
day except Friday. 

Residence Phone 143 — Vulcan, Alta. 


Herbert J. Maber 

SOLICITOR, BARRISTER ANlJ 
NOTARY PUBLIC 
Vulcan Street - Vulcan 
Office Phone 45 — House Fhone 42 


L.H. Stack, K. C. 

BARRISTER, SOLICITOR, NOTARY 
Imperial Hotel Block, Vulcan 
Vulcan Ph. 39 — Calgary Ph. M2515 
— Calgary Office — 

401-3 Leeson & Lineham Block 
At Vulcan Thursday of Each Week 


Canadian Legion 

B. E. S. L. 

VULCAft BRANCH, No. 21 
Complete Club Facilities 
Visiting members cordially welcomed. 


Mrs. P. B. Discher 

Vulcan Jewellery Store 

^ Watches and Jewellery Repaired ■ 


— Issuer of Marriage Licences 




A DIO REPAIRS 

Phone for quick, guaranteed 
service. We are members of 
Radio Manufacturers Service. 

Telephone 133 

Vulcan Electric Co. 


MEET YOUR FRIENDS 

AT 

“Bon’s and Monty V* 

Pool Room and Barber Shop 


CKHKHXUKKmOOOCHKKlOOOOOOOCHa 

I DAILY TRUCK SERVICE 

Vulcan- Blackie-Calgary 
Vulcan Air Port 

S PEEDY, RELIABLE SERVIC E 

Leave Calgary__6:00 a m. 

Arrive Vulcan ____ 9:30 a.m. 

Leave Vulcan ..12:00 noon 

Arrive Calgary.3:00 p.m. 


Speedway Cartage 

Phone E5511, Calgary 

Vulcan depot: Central Garage 

»KK>aoooocKdoooaCKKK>oiXHaoad 

Keep your Advocate subscription 
■aid iid. 


NOTICE TO CREDITORS AND 
CLAIMANTS 


IN VhE MATTER of the Estate of 
HEINRICH CHRISTIAN HORN 
late of the Settlement of Reid Hill, in 
the Province of Alberta, Farmer, 
deceased. 

NOTICE IS HEREBY GIVEN that 
all persons having claims upon the 
Estate of the above named HEINRICH 
CHRISTIAN HORN who died on the 
1st day of November 1941 are requir¬ 
ed to file with The Official Guardian, 
Government Building;-, Edmonton, Al¬ 
berta, the Administrator of the said 
Estate, on or before 11th day of May, 
1942 a full statement duly verified of 
their claims and of any securities held 
by them and that after that date the 
said Administrator will distribute the 
ass$ti of tile deceased among th^-par- 
ties entitled thereto having regard on- 
y to the claims of which notice has 
been so filed or w’hich have been 
hrought' to his knowledge. 

Dated this 3rd day of. March 1942. 

ARTHUR BEAUMONT. K.C. 

Solicitor for The Official Guardian 
Administrator of the Estate of 
Heinrich Christian Horn, deceased. 

Lethbridge, Alta, 
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From Our Fyles... 


Five Year* Ago .... 

April 8 , 1937 

On March 31st, a quiet wedding took 
place in Winnipeg when Miss Blanche 
Desehene was united in marriage with 
Mr. Lawrence Nelson. This marriage 
was of interest as Mr. Nelson spent 
his boyhood here. 

All farmers were ready to start 
farming as soon as*the weather would 
permit. The soil, powder dry, was 
benefitted by a recent snowfall, but 
even then much rainfall was needed, 
though moisture from’ the aforesa.\! 
snowfall was believed to be sufficient 
for germination. 

Friends of^lr. W. E. Jennijohn 
were sorry learn that he under¬ 
went a serious operation. 

Ten Years Ago .... 


• April 7th, 932 

Mr. D. H. Galbraith presided over a 
well attended and most interesting 
meeting, on Sunday last, in the Vul¬ 
can Theatre, when Capt. D. E. C. 
Campbell gave a leoture on “The 
Great Pyramid.” 

At the regular town council meeting 
it was decided to reduce the number 
of street lights by one-half; to inquire 
from the Calgary Light and Power 
Co. if this could be done with the ser¬ 
vice maintained at the same rate. 

A story appeared in the Calgary 
Herald of the Scottish picture show 
manager who saw that a rival in a 
nearby town had a sign out: “Any¬ 
one over 80 admitted free.”. He 
thought it was a good idea and put up 
a notice at his palace of amusement: 
“Anyone over 80 admitted free, if ac¬ 
companied by his parents.” 

Fifteen Years Ago . 


April 8 , 1927 

hfine farmers of the Vulcan dis' rict 
were fined $25.00 and costs for failing 
to make income tax returns. 

Mr. Arthur Key was appointed 
townsman and constable for Vulcan. 

The Vulcan W.l. sponsored a St. 
Patrick’s dance and realized the sum 
of $150.00 net profit. 

The Elks realized the sum of $92.00 
from the presentation of the play 
“Are You An Elk.” 

Twenty Year* Ago ... 


April 12, 1922 

Town Council meets. The order of 
business was as follows: The Vulcan 
Golf Club requested that the Club 
should have the exclusive right to play- 
golf on the exhibition grounds and 
that the Club should pay a nominal 
rent. The request was granted. 

The committee appointed to draft 
and arrange an agreement with the 
Vulcan Electric Service for a light 
and power franchise, failed to report. 

The council made a grant of $25 to 
cover a deficit in the operation of re¬ 
lief in the town. 

Mrs. E. L. Simington spent several 
days last week at the annual conven¬ 
tion of the W.l. representing the Vul¬ 
can branch. 

Mr. W. J. Jennijohn unloaded a 
shipment of lumber to be used in the 
construction of a new home in Vulcan. 


I RED CROSS NOTES j 

* ---- -* 

The Home Nursing classes got un¬ 
derway this week. Anyone -who has 
not registered but wishes to do so. 
please get in touch with Mrs. A. Fitz¬ 
patrick at once. Notices are posted 
in the post offices containing all infor¬ 
mation. 

In reply to our request for informa¬ 
tion regarding raffles, etc., the Alber¬ 
ta Division of the Red Cross, has sent 
us the following: “The Canadian Red 
Cross Society shall not issue permits 
in the name of the Red Cross Society 
to be used in connection with any 
scheme which includes games of 
chance.” 

“The Canadian Red Cross may 
grant permission to approved volun¬ 
tary organizatiorts or persons desir¬ 
ing to make a contribution to the 
funds of the Red Cross, to use the 
•name of the Red Cross Society in their 
advertising, provided that at least 
50'/, of the net proceeds be subscribed 
5.6 the funds of the society.” 

Branches must not use the name or 
emblem of the Red Cross in connection 
with raffles. 

The" work committee acknowledge 
with thanks 1 quilt from the Berry- 
water U.F.W.A. and one pair socks 
from Mrs. J. Carruthers, 

The following shipment was made 
last week: 22 helmets, 1 pair mitts, 24 
pairs socks; 13 scarves; 11 v-neckea 
sweaters. 1 pair, seamen's socks, 14 
turtle necked tuck-ins. 


TOUGH ON No. 575 

An English soldier wrote home: 
They put me in barracks; they took 
away my clothes and put me in khaki; 
they took away my name and made 
me No. 575; they took me td church, 
where I'd never been before, and they 
made me listen to a sermon for forty- 
five minutes. Then the minister opened 
his hymn book and said “No. 575--Art 
Thou Weary, Art Though Languid?" 
and I got seven days in the guard¬ 
house because 1 answered that I cer¬ 
tainly was.—Dunnville Paper. 


EASTWAY I 

* -— * 

Mrs. Lawson of Lomond, visited her 
daughter, Mrs. J. Wyatt, last week. 

Mr. and Mrs. D. Lewis, accompan¬ 
ied by Miss M. Goldthorpe, were re¬ 
cent Calgary visitors. 

Mrs. Grace Dais, of Calgary, spent 
the Easter vacation visiting relatives 
in the district. 

Mr. and Mrs. M. P. Marshall were 
Calgary visitors last Thursday. 

The Social Club met at the home of 
Mrs. J. Wyatt on April 2nd, Mrs. W. 
Marshall presiding. An interesting 
business session followed the opening 
procedure. It is hoped that the cloth 
quilt will be ready to finish off at the 
next meeting, which is to be held at 
the home of Mrs. F. Wyatts, and not 
as per program at Mrs. McLaughlin ». 
Mrs. Elder is sponsoring the making 
of the print block quilt with the help 
of members living east. Would mem¬ 
bers please turn in to the president 
any autograph blocks they still have. 
A discussion led by the president re 
the organization of a First Aid and 
Home Nursing class under the leader¬ 
ship of Mrs. D. Lewis, resulted in this 
item being tabled so as to give more 
members the opportunity to give their 
opinion on this very worthy sugges¬ 
tion. The roll call was answered by 
April fool jokes and gardening hints. 
Mrs. Elder and Mrs. Amey tied in the 
contest, Mrs. Elder winning the draw. 
The raffle was won by Mrs. F. Wyatt. 
At the close of meeting the hostess 
served lunch. 

The sincere sympathy of the com¬ 
munity is extended to Mrs. F Mills 
and all other relatives on the death of 
Mrs. Mary O’Neill, a much respected 
resident for many years and a former 
member of the local U.F.W.A. 

Mr. and Mrs. R. Onstad entertained 
many friends and neighbors on the 
evening of March 28th in honor of 
LAC Hugh Malcolm, who has since 
returned to his unit. A very enjoyable 
time was spent in games and commun¬ 
ity singing, Mrs. E. Richardson ably 
accompanying the sing-song. Refresh¬ 
ments were served by the hostess and 
friends, and the guest of honor was 
surprised with a gift of a purse of 
money. Good luck, Hughie, from all 
the community. 

Pte. Billy Cockwill spent a week¬ 
end leave with his parents, Mr. and 
Mrs. S. Cockwill. 


ENSIGN I 

k - * 

Mr. and Mrs. L. McCollough of Ath¬ 
abasca are visiting- at the home of 
Mr. and Mrs. Penstock. 

Mr. John Clark accompanied by M*. 
Joe Masse were business visitors In 
Calgary last week. 

The Ladies’ Aid met at the home of 
Mrs. Harold Hansen on Wednesday, 
April 1st. After the business meet¬ 
ing, a very delicious lunch was served 
by the hostess. 

Mr. and Mrs. J. R. Brennen and 
family, accompanied by Mr. Ford 
Fisher, attended the dog trials in 
Calgary on Friday. 

Mrs. Girard and Gertrude of Long¬ 
view, are spending the Easter holi¬ 
days in Ensign. 

Mr. and Mrs. Stanley Archambault. 
accompanied by their granddaughters 
Jeanette and Yvonne, are visiting at 
the home of Mrs. Patruna, of Leth¬ 
bridge. 

Mr. and Mrs. Joe Masse, and Mr. 
and Mrs. Albert Masse, were Blackie 
visitors on Easter Sunday at the 
home of Mr. and Mrs. E. M. South- 
gate. 

Mrs. Dorothy Hollier of Midnapore. 
spent the Easter week-end with her 
mother, Mrs. Webb, at the home of 
Mrs. P. J. O’Dwyer. 

Little Miss Cora Southgate, of 
Blackie, is spending the F.aster holi¬ 
days with her grandparents, Mr. and 
Mrs. Joe Masse. 

Misses Rita and Lorraine Bourque ' 
of Calgary and Cochrane respectively, 
are spending their Easter holidays 
with their parents, Mr. an 1 Mrs. P. L. 
Bourque. , 

Pte. Russel Markert of Calgary, 
now at home, has been given two 
months leave for spring work. 

Mr. and Mrs.! Girard a :d Gertrude 
were Calgary visitors on Monday. 

H 7 " BRANT 

* - * 

Miss Irene Olsen and Mr..Torn M -- 
Mann were week-end gu :sts of Mr. 
and Mrs. W. Buchanan. 

. Miss S. Stangness left < n Thursday 
to spend the Easter holidays with 
her parents near Salem, Oregon. 

Mr. and Mrs. W. Bucha ian and Mr. 
and Mrs. D. Shultz were Visitors of 
Mr. and Mrs. G. Fox of Calgary, on 
Friday and Saturday. 

Miss Muriel Green of Ca'gary, was -i 
week-end visitor with her parents. 

Miss I. Irvine returned to her home 
in Calgary for the Easter holidays. 

Miss Florence Beingessaer has re¬ 
turned to Macleod after a week's holi¬ 
day with her parents. 

Week-end visitors to Calgary were 
Mr. and Mrs. C. F. Fletc’ er and Mr. 
and Mrs. M. McKay. 

LAC Oran Bignell who s stationed 
at Winnipeg, is home for a few days 
leave. 

Jack rearson, who is w th the R.C. 
A.F. in Edmonton, was ho te on leave 
last week. 

Gerry Margetts who is attending 
school in Calgary, was a »fek-end vis¬ 
itor at hi* home here. 


HON. C. G. POWER 
Minister of National Defence for Air 


KIRKCALDY | 

* -:-- ; .5 —» 

Mr. and Mrs. Frank Rutten-of Leth¬ 
bridge, were recent visitors at the 
home of Mr. and Mrs. Henry Todd. 

Mr. and Mrs. Calvin Hollister and 
uaughter Betty, were visitors in Leth¬ 
bridge on Sunday. 

Miss Mildred Castater of Champion 
was a holiday visitors at the home of 
Miss Elva Mallory. 

Mr. and Mrs. Bert Maisey were visi¬ 
tors at the home of. Mr. and Mrs. P. 
Patterson of Champion, on Friday. 

Mr. and Mrs. L. Wilhite and son 
Rodney were week-end visitors at the 
home of Mr. and Mrs. Wilhite, Sr. at 
at Claresholm. ‘ 

Mr. and Mrs. W. Brinton and son 
Earl spent the holidays at the home 
of Mr. and Mrs. Brinton Sr., of Dids- 
burv. 


Wheat Acre Bonus 
To Be Based on 1940 

Any 1942 Payments Based on 

Calculations From 1940 Acre- , 
.age 

The farm page- of the liethbridga 
Herald has an explanatory column on 
wheat acreage reduction bonus for 
1942. 

The figures are to be based on 1940 
acreages—not on 1941. If a farmer 
sowed 200 acres of wheat in 1940 and 
only 100 acres in 1941, the 1940 acre¬ 
age still remains the basis of calcula¬ 
tion for any 1942 bonus payments 
which may be earned. If he sows 100 
acres in 1942 he can earn $2 per acre 
on the 100-acre cut from the 1940 base 
acreage. He can summerfallow this 
100 acres, put it in oats, barley, flax 
or other grain, anything but wheat, 
and earn $2 per acre because he has 
reduced his wheat acreage from the 
1940 basic figure. 

“Suppose he puts the land in flax 
and gets 12 bushels per acre. He will 
get $2.25 a bushel for this Fort Wil¬ 
liam basis. He will also get a bonus 
of $2 an acre for growing flax instead 
of wheat. Or he can put in it barley 
or oats, be assured a guaranteed price 
for these crops if he washes to sell 
them, and get $2 per acre for growing 
that much barley or oats instead of 
wheat. 

“The government knows your 1940 
wheat acreage. Remember that you 
had to make a declaration of 1940 
wheat acreage in the fall of 1940 be¬ 
fore you could obtain a selling permit 
to deliver your wheat to the elevator. 
That little permit book is going to 
be the basis of your cropping program 
for this year. 

“So there isn’t much incentive to 
grow a large wheat acreage this year. 
You can’t earn any bonus by growing 
wheat, and you have a 90-cent guar¬ 
anteed price on only a limited num¬ 
ber of bushels—which will probably 
be about 14 bushels pet acre on the 
acreage you grew last year or on the 
number of acres you might have grown 
under the wheat acreage reduction 
'scheme last year when farmers were 
guaranteed a price on the wheat 
grown on only 65 per cent of their 
1940 wheat acreage. 

“This may sound a bit complicated 
but it is really very simple. Get your 
1940 permit book and work out your 
1942 seeding program from that. 

“The guaranteed price for oats is 
45 cents. That is the guarantee the 
government gives—that 'the wheat 
board will buy all the oats anyone has 
to sell at 45 cents a bushel. The ceil¬ 
ing price on .oats is 51% cents a bush¬ 
el in store at Fort William or Van¬ 
couver. The floor on wheat is 90 
cents, with no ceiling set. The floor 
price on barley is 60 cents, with a ceil¬ 
ing of 64% Fort William or or Van¬ 
couver. The floor under the 1942 flax 
crop is $2.25 a bushel with a ceiling 
from now until the beginning of the 
new crop year on August 1 of $1.64 a 
bushel." ' 

A man rushed into a restaurant and 
shouted at the waitress, “Bring me 
two fried eggs, burned top and bottom, 
a piece of damp toast and a cup of 
coffee two days old.” When the 
istonished waitress brought the order, 
ne ordered: “Now sit down and nag 
'me. I’m homesick." 

For the past four years the Dom.- 
Prov. Youth Training plan has been 
giving a course of training for young 
women in housekeeping, nutritious 
diet, etc. Anyone wishing to take 
this course- which is free to *uitabla 
applicants should write to Home Ser¬ 
vice school, 707-13th Ave., West, Cal- 
gaiy. 


TO ESTABLISH HOSTESS 
HOUSE IN CLARESHOLM 

The officers at the airport have in¬ 
timated the desirability and need for 
quarters to be fitted up in the towr. of 
Claresholm where airmen and air¬ 
women ’ from the Station could find 
hospitality when off duty, such as 
reading, writing letters, or otherwise 
passing away their hours when off 
dirty. 

These views Were expressed to » 
committee from the Men’s Club, to¬ 
gether with members of the Patriotic 
Society Committee The Men’s Club 
has appointed lA m. Crocker as chair¬ 
man of a committee to give effect to 
this recommendation. 

Places of this nature have been or 
are being created in all the other 
lowns having airports in their vicinity 
Vulcan, although much behind Clares- 
holm in the opening of its airport, had 
a committee in Claresholm this week - 
looking over what is being done there, 
with the expectation that they will 
make available for this purpose a 
room in their large Legion hall. Such 
places as Medicine Hat and Red Deer 
have had hostess halls in operation for 
some time. _ 


T REID HILL — MILO *1 


Mrs. Ross McIntyre was a visitor 
to Wetaskiwin for the past two weeks. 

Mr. and rs. J. Parken of Donald, 
B;C., Mrs. H. C. Farland of Calgary 
and Mr. and Mrs. Keith Horn of Bas- 
sano, were guests of Mrs. A. McKay 
last week-end. 

A farewell party honoring Carson 
McKay, who has recently entered the 
R.C.A.F. wasgiven by his friends in 
the Sunny Lake School on Friday ev¬ 
ening, March 27th. The evening was 
spent in dancing. After supper James 
Dann, on behalf of the crowd present¬ 
ed Carson with a gift. 

Mr. William Crabb, who was also 
present and has recently joined the 
army was presented with a purse of 
money. The two boys very suitably 
thanked their friends and a very 
pleasant evening was brought to a 
close. 

Mr. and Mrs. A. Armstrong and 
family were recent iCalgary visitors. 

Miss Joyce Kane, of the Sunny Lanv 
school is spending the Easter holidays 
at her home at Picture Butte. 

Mrs. Brinker has returned home af¬ 
ter spending the past year in Calgary. 

Mrs. Gil Williams spent the past 
week visiting with Mr. and Mrs. R. 
Holmes of Red Deer. 

Mr. Cliff Hellerang returned from 
the coast, where he spent the winter. 


I NOTICE OF PREPARATION OF 

I ASSESSMENT ROLL ■ - 1942 

I . .-- - — 

♦> Municipal District of Royal, 

♦> No. 158 

t . • • * 

V NOTICE is hereby giveu that the assessment roll of the said Muni- 
cipal District made for the purpose of the Alberta Assessment Coui- 

5 mission, has been prepared and will until April I.Oth be open to 

%* inspection at the office of the Secretary-Treasurer of tne Municipal 
District from, ten o'clock in the forenoon until four o’clock in.the 

• afternoon on every day not a public holiday except Saturday, and 

V on that day from ten o’clock ir. the forenoon until two o’clock in tin' 
afternoon and that any person, who desires to object to the entry of 
his name, or that of any other person, upon the said roll, or to the 
assessment of any property, or to the assessed vaftic placed upon 

♦I. any property, nu&t before April 30th after date of this notice. Imlge 
his complaint in writing with the Sqpretary-Treasurer of the Muni- 

1 cipal district. 

v 

4 % Dated at Vulcan this 18th day of March, 1942. 

♦t« I). D. MeQUEEN, Secretary-Treasurer. « 


-We Handle Seed Orders ! * 

Pioneer Agents can advise as to the most suitable 
seed for your district and obtain it for you at 
cost. 

Consult our agent in your district regarding 
seed and other general agricultural problems. 

PIONEER GRAIN COMPANY 


I uu> Fates 

FROM 

$^.SO 


ALSO OPERA , INC ^ ^ I 

HOTEL ST. REGIS 

RATES FROM tl.BO — WEEKLY and MONTHLY RATES ■ 


MODERN 
EQUIPMENT 
WINS THE DAY 

T HAT the prodigious task of providing the 
foodstuffs for an Empire at war can be 
undertaken by Canadian agriculture with 
less man-power than ever before is due 
'to the high degree of mechanization of 
the farm which had been reached before 
the outbreak of war. 

Massey-Harris leadership in the developing 
and building of such labor-saving equip¬ 
ment for the farm is recognized throughout 
the world, and has resulted in an enviable 
reputation for thisge^pt Canadian Company 
wherever grain is grown. 

It-is but natural, therefore, that a Company 
with such great resources in plant, skill ond 
experience should be chosen for the pro¬ 
duction of various munitions of war. Several 
types of shell, aircraft wings and parts, 
and equipment for military transports are 

X- -t- a. _ I , lei, .a _ »_»««_I .!»;.« _ 

DTiny T\jr npu vtVJt wim Titw 3*111 aun f’tiripncv 

which have made the name Massey-Harris 
famed throughout the years for products 
of highest quality. 

Massey-Harris is proud of its part in pro¬ 
viding the implements so essential in modem 
farming under war conditions and in furnish¬ 
ing munitions and equipment so vital to the 
success of our fighting forces. 


l||P 

X v "V 
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MASSEY-HARRIS COMPANY LIMITED 

BUILDERS OF GOOD FARM IMPLIMtNTS SINCE 1847 


»> 
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MRS. E. O’NEILL, VULCAN 1 

OLU-TIMER LAtD TO REST 
Funeral services' for Mrs. E. O’Neill 
well and favorably known old-timer of 
the district, who passed to rest on Fri¬ 
day, April 3rd, following an illness of 
two years, were held from the family 
residence at 2.00 p.m. on Monday, Ap¬ 
ril 6th. Mr. F. A. Vertue, conducted 
the services. 

- Born in Dumfries, Scotland, June 
28th, 1856, Mrs. O’Neill came to Can¬ 
ada in 1007, settling 14 miles N. E. of 
Vulcan where she has resided ever 
since. During her 36 years residence 
here she has been known for bright 
and cheerful disposition and has en¬ 
deared herself to all who knew her. 
Her popularity and esteem were evi¬ 
denced by the large attendance at the 
funeral and the many beautiful floral 
tributes. She was predeceased by her 
husband ten years ago. 

Surviving are her sister, Mrs. D. 
Mills and several nephews and nieces 
at Calgary and Freedom, Alberta, and 
at Victoria and Vancouver, B.C. In¬ 
terment followed in the Vulcan ceme¬ 
tery. 


LOCAL NEWS ITEMS 


Quality Groceries at Lower Prices 


(Continued from Front Page) 
Miss Marjorie Kehr, of Carat airs, 
is an Easter visitor at the home of her 
parents, Mr. and Mrs. Ed. Kehr. 


SPRING WORK and DRESS CLOTHES FOR MEN 


G.W.G. and Big Ben Overalls, full range, at $2.25 pr. 
Big Ben and G W-G. Pant Overalls at $1.85 up 
Work Shirts, to suit all, priced at $1.19 up 


Miss Esa Tuttle of Barons, is a holi¬ 
day visitor at the home of her par¬ 
ents, Mr. and Mrs. Simon Tuttle. 

t—t—T 

A-C2 Walter Love of Claresholm, 
was a week-end visitor with friends 
and relatives in the district. 


Mens Moose Work Gloves, at 


Mens Solid Leather Work Boots Ammonia Proof, 

at $4.50 pr. 

Mens Shop Caps at 25c and 39c. Work Socks, 25c up 
Sharkskin Jackets, plain or two tone, at $2.98 up 
Sharkskin Dress Pants, at „ $4.25 pr. 

Mens Work Pants, several styles, $2.95 up 

Mens Fine Worsted Dress P&Ats, at $5.95 pr. 

Mens Fancj Djess Shirts, $1 25 up. Dress Socks 25c up 
Mens Smart New Spring Felt Hats at $1.95 


AC2 Melvin Eamor of Calgary was 
a Vulcan visitor over the week-end. 


Mrs. G. L. Warden and family spent 
part of the Easter holidays visiting at 
the home of Mr. and Mrs. Gardiner of 
Sylvan Lake. 

- t-f-t 

Miss Wilma Wismer, teaching at 
Langdon, is visiting at her home in 
Vulcan. 


Miss Marjorie Schenck, who is nurs¬ 
ing in Spokane, is visiting at her home 
in Vulcan. 

t—t—1 

Mr. and Mrs. W. Rainer have re¬ 
turned to their home in Calgary after, 
spending a few weeks in Vulcan. 

t-t—1 

Miss Margaret Meyers is home for 
the Easter holidays. 


MRS. MARY ANN CARLSON 
PASSES TO REST 

Another old-timer of the district 
passed away Tuesday morning in the 
person of Mrs. Mary Ann Carlson at 
the age of 65 yeans. 

Mrs. Carlson came to this district 
with her husband in 1906, settling 8 
miles from what is now Vulcan. She 
was predeceased by her husband in 
1925. She was a continuous resident 
in the district until four years ago 
when she moved into town. There are 
no surviving relatives. 

Funeral ararngements are in charge 
of'Wie Kelly Funeral Home. Services 
will be conducted from the United 
Church, Vulcan, by the Rev. S. Pike, 
and interment will follow in the Nan- 
ton cemetery. 


REGISTERED AND CERTIFIED 
SEED 


MEAT DEPARTMENT 


Visit Our Meat Department for Quality Meats 


The Canadian Red Cross Society 
will appeal to the people of Canada 
;'or nine million dollars in May. Un¬ 
like other war services, the Red Cross 
must depend on voluntary subscrip¬ 
tions. It cannot be financed by any 
belligerent government without vio¬ 
lating the Geneva Conventions in 
other words, it could not be funded by 
the Government without losing its 
rights and even its immunity under 
fire as provided by international law. 


Your National buyer will 
assist you to obtain the 
most suitable varieties 
for your district. 


C. Fleming, Prop. Phone 47 g 


$ehd Identification 


Vulcanites experienced various 
forms of weather over the week-end 
and even on Sunday alone, the ele¬ 
ments delivered many varieties. Eas¬ 
ter Sunday dawned bright and clear 
'or what was an ideal mild Spring day 
All the churches reported large at¬ 
tendances at their respective morning 
;ervices. The Easter parade was just 
reaching record breaking proportions 
Turing the afternoon when everyone 
vas driven to shelter by unannounced, 
unheralded and unwelcome dust storm 
of considerable intensity. Towards 
ivening this changed to snow, accom¬ 
panied by a high wind which reached 
near blizzard proportions for a time. 
By? nightfall, just to complete the cy¬ 
cle, it was clear and cold with the 
ground blanketed with snow. 


iitfi? A most valuable illustrated 
kirrti booklet has been published by 
reify' North-Weft Line Elevators 
Mth” Association to assist farmers in 
ll/if' overcom ' n 9 *be weed problem. 
Wwfl Farmers may obtain a copy ol 
this booklet Ircc of chgrgc from 
the local "Federal" Agent. (ss) 


x ANNOUNCEMENT § 

X Having sold our business to Mr. Cecil Long, X 
it of Lethbridge, Alberia, I .wish at this time to ex- X 
II press our sincere appreciation of your patronage 2 
ft and friendship these last 17 years. Through- ft 
ft out all the years since 1925 it has been a pleasure to ft 
X serve you. I bespeak for my succesor, Mr. Long, X 
X a continuation of your patronage. His many X 
tt years of experience qualify him to serve you it 
2 efficiently. 2 

£ NEW CLUB CAFE 8 

X Goo Kay X 

W W W'VV'W'V*'vwvw* 


OUT OF BLACK-OUT 


Bdr. J. C. Kennedy, 91st Battery, 
RjC.A. to the Vulcan Lodge, No. 74, 
Jan. 31, 1942: Please convey to youi 
Uidge the sincere thanks of the Vul¬ 
can boys and myself for the 2000 ci¬ 
garettes which arrived safely at New 
Years. I divided them amongst the 
Vulcan boys in the regiment, and 1 
can assure you that they were certain¬ 
ly appreciated. 

I should have written to thank you 
sooner but I have been away on leave 
and then on ammunition course and 
have just got back to the unit and 
settled down again. 

We have had a lot of very cold, wet. 
weather here this winter, but we are 
very fortunate in having good billets 
and the boys are all standing it well. 
Things have been rather quiet here 


See Our Circulars for 
• Week - End Specials - 


this winter, not many air raids; in fact 
we have not had any bad raids since 
Russia got into the war. However, we 
may see some action in the spring. 

The people here seem to think that 
Jerry will try an invasion here yet 
Personally 1 don’t think so. I think he 
"will be too busy on the Russian front. 

With best regards to all the mem¬ 
bers of the lodge, and thanking you 
' ' ’ 3 . I remain, 

sincerely, Jim Kennedy. 


The Red & White Store 


B. D. Lockhart. Prop. 


A copy of a Booklet 
illustrating and describing 

S "3 prairie weeds may be 
ibtained free of charge by 
any farmer upon request 
to the local "Alberta 
Pacific” agent. (34) 




again for your kindness. 

yours si-, -1 

Pte. Earl Bateman, Calgary High¬ 
landers, 26th Feb.; Received the 1000 
Legion cigarettes and I do thank you 
They were surely welcome. 1 still ge. 
the ‘‘Readings for those on Service" 
too and I read them often and find 
they help. It helps a lot just to know 
that we are not forgotten by our home 
folks and my greatest ambition is ti 
get back some day soon. Well, there 
is not much to write about except the 
war and that you know already, so I’D 
sign off. „ „ . _ 

Sgt.-Obs. Fred Y. Craig, R.C.A.F. 
8th March. Reel 
of Macdonald’s 


s grain 


The president, R. M. Patriquin. 
>resided at the meeting and in a short 
address expressed the hope that fu¬ 
ture meetings would be well attended 
nd that everyone woultLco-operate in 
he work that would be forthcoming. 

He introduced two new merchants 
to the gathering in the persons of x^. 
W. Fleming, who has purchased Mor- 
ley’s Groceteria; and John Mitche*, 
who purchased Jones’ Drug Store. 

Membership fees were set at $3.00 
per year for merchants and profes¬ 
sional men of Vulcan and $2.00 per 
year for other residents of Vulcan and 
■$1.00 per year for rural members. 

A resolution was adopted whereby 
the aviation committee composed of C. 
W. Fleming, W. Jamison and R. J. 
Monds make a survey of the housing 
possibilities in the district, and call 
together those who have such accom¬ 
modation so that necessary arrange¬ 
ments could be concluded for the hous¬ 
ing of such personnel of the airforce 
as will be seeking accommodation. All 
-esidents are asked to assist this com- 
nittee and anyone who has accotnmo- 
lation facilities available are asked to 
register the particulars with the sec¬ 
retary, G. A. Sales, who may be reach¬ 
ed at the Central Garage or by phon¬ 
ing 118. . 

The entertainment committee com¬ 
posed of Dr. G. M. Carson, and such" 
lther .members as he may select, were 
instructed to bring in a report at the 
next meeting as to the entertainment 
and recreational facilities available. 
The entertainment committee will also 
make suitable arrangements for the 
reception of new arrivals at the camp. 

The regular general meetings are to 
be held on the third Thursday of each 
month. 


I Grain Receivers, Shippers and Exporters 

An old established firm with a reputation 
for doing business right. 

Head office — Crain Exchange Bldg., Winnipeg 
BRANCHES: CALGARY — EDMONTON — LETHBRIDGE * 


[The ALBERTA PACIFIC GRAIN Co. Ltd 


knowledge^ 
as’ parcel, 
thanks a lot. I am going to town one 


Use Vaccines and Serums 


Sunday and have a good look at the 
Minister. I’ve seen some of the old bat 
tlements there and they look quite in¬ 
teresting. We’ve all been giving Jer¬ 
ry a good pasting. Cheerio, it’s good 
to have people thinking of you. 

Spr. D. W. Jansen, 13th Field Co. 
R.C.F,., 8th March. There is a fellow 


We have purchased the 


Protect Your Livestock 


against 

Black Leg Sleeping Sickness 
Hemmorrhagic Septicemia 
Destroy the Warble with Derris Powder Wash 

Complete Line of Veterinary Supplies 


and invite you; old triends and new’, to 
come in and get acquainted. 

Cecil Long, Yen Long, Bow Long. 


• “Good Meals at Reasonable Prices ” 

V i 

Prompt, Courteous Service, 4j* 

V Ice Cream — Confectionery — Light Lunches Y 

V V 


FAMOUS LAST WORDS 


. As a matter of fact I drive bette: 
when I’m had a couple. 

No one ever makes ME dim m\ 
lights. 

He’s gaining—I can see him in m\ 
mirror. 

It’s alright, she’s not in gear. 


Prescriptions A Specialty 


Shur-Gain Feeds and Concentrates 

Hog Supplement — Poultry Supplement 


Phone 12 


Vulcan, Alberta 


JU- t-pc* darling. 


Turkey Starter 


Chick Starter 


BRIDE--ELECT HONORED 


| You really must look at that sunset 

If you brake carefully, worn tires 
don’t matter a bit. 

Look, here’s the thousand just com¬ 
ing up. 

Thanks T can light my own. this car 
steers itself. 

Quick, that’s our corner. 

I’ve ridden bikes for years and nev- 
tr had a light. 

I love the early morning—the roads 
are so empty. 

Anyway the hand brake is alright— 
I think. • 

She’s about due for an overhaul 
now. 


On the evening of April 4th, at the 
home of Mr. and Mrs. F. E. Davis, a 
| shower" was held in honor of Miss 
Helen i-awrence whose marriage will 
take place on April 9 in Calgary. A 
number of frieqds gathered to wish 
the bride-elect much happiness. Game? 
were played by all and then the bride 
to be wag presented with a gift laden 
carriage, drawn by a rone and guided 
by little four-year-old Raema Lee 
Burke. After the gifts were" opened, 
Miss I-awrence thanked her friends in 
a few chosen words. A lovely lunch 
was served. 


Hog Mineral — Cattle Mineral 
Ouster Shell — Poultry Grit 
Bran and Middlings 
Airfloat Limestone 


Farmers 


The very latest idea to help beleaguered 
Britain is to grow a Victory Vegetable Garden. 

Fanners are cordially invited to visit the 
nearest Searlc Klevatorto sec interesting charts 
which show, in colours, the amount of pro¬ 
tective vitamins contained in different kinds 
of fmits and vegetables. , 


SEARLE GRAIN COMPANY, LTD 


L. F. DAWSON, MANAGER 






























